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PART III - SECTION 3 
Notifications relating to Minor Administrations 


GOVERNMENT OF PONDICHERRY 

Under Secretary in the same Department for a period of six 
Development Department 

months with effect from the forenoon of 10th May 1960 . 
NOTIFICATIONS 

A . KRISHNASWAMI 

Chief Secretary 
Pondicherry , the 30th May 1960 
No. 8373 /Dev / E1 /60 — The services of Sri D . Rajendram , 

Pondicherry , the 1st June 1960 
who is working on re- employment as Chief Accountant in No. 16 / Dev / PW / E / 60 — The Chief Commissioner . Pondi 
the Electricity Department, will be terminated with effect cherry , is pleased to grant to Shri S . V . Purushothaman , a 
from the afternoon of 31st May 1960 . 

Temporary Assistant Engineer , Public Works Department, 
2 . The Chief Commissioner, Pondicherry , is pleased to 

Pondicherry , earned leave for twenty nine days with effect 
grant terminal leave for 12 (twelve ) days to Shri D . Rajen 

from the 22nd April 1960 to the 20th May 1960 (both days 
dram , with effect from 1st June 1960 F . N . 

inclusive ). 
K . VENKATARAMAN 

2. On expiry of the leave , Sri Purushothaman rejoined 

the same post. 
Under Secretary to Government 3. Sri N . Radhakrishnan , Assistant Engineer, in charge of 

Construction Sub - division No. III in the Public Works De 
Pondicherry , the 31st May 1960 

partment, Pondicherry , held additional charge of the Cons 

truction Sub - division No. II during the period of leave of 
No. 7 .5 - 16 /57- 08 — Shri R . Krishnaswami, an Officer of Sri Purushothaman . 
the Government of Madras , on deputation to this Ştate and 
presently Under Secretary , Development Department, 

P . K . MAHADEVAN 
Pondicherry , has been re- employed after retirement as 

Under Secretary to Government 
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